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ABSTRACT 

Axially symmetric telescopes produce well known "Seidel" off-axis third-order 
aberration patterns: coma, astigmatism, curvature of field and distortion. When 
axial symmetry is broken by the small misalignments of optical elements, addi- 
tional third-order aberration patterns arise: one each for coma, astigmatism and 
curvature of field and two for distortion. Each of these misalignment patterns is 
characterized by an associated two-dimensional vector, each of which in turn is 
a linear combination of the tilt and decenter vectors of the individual optical el- 
ements. For an iV-mirror telescope, 2(N — 1) patterns must be measured to keep 
the telescope aligned. Alignment of the focal plane may require two additional 
patterns. For N = 3, as in a three mirror anastigmat, there is a two-dimensional 
"subspace of benign misalignment" over which the misalignment patterns for 
third-order coma, astigmatism and curvature of field are identically zero. One 
would need to measure at least one of the two distortion patterns to keep the 
telescope aligned. Alternatively, one might measure one of the fifth-order mis- 
alignment patterns, which are derived herein. But the fifth-order patterns are 
rather insensitive to misalignments, even with moderately wide fields, rendering 
them of relatively little use in telescope alignment. Another alternative would be 
to use telescope pointing as part of the alignment solution. 

Subject headings: telescopes - optics 



-2 - 



1. Introduction 
1.1. new telescopes, stringent constraints 

The designs for several large telescopes that may get built in the next d ecade are driven 



largely by the need for superb and stable image quality over wide fields ( IMa et al.l 12008 



Phillion et al.ll2006l ). Perhaps the most demanding of the scientific programs that in turn 
drive these requirements is that of cosmological weak lensing, using galaxy images to measure 
gravitational shape distortions as small as as one part in ten thousand. 

Of particular concern for ground-based telescopes are the rigid body motions of the 
optical elements due to gravitational and thermal stresses on the telescope structure^ The 
positions of the optical elements can be controlled only to the extent that they can be 
measured, putting a premium on the accurate characterization of the aberrations generated 
by telescope misalignments. 

On the assumption that at least some of these aberrations are best measured with 
wavefront sensors, several questions immediately arise. How many aberrations must be 
measured? Which ones? At how many field positions must the measurements be made? 
Where? 

One can always, as a last resort, attempt to answer these questions by simulation. But 
we argue here that the answers to these questions hinge on the identification of generic 
field aberration patterns that emerge in a wide variety of circumstances. A relatively small 
number of such patterns suffices to efficiently diagnose and correct misalignments. And only 
a small number of field points must be sampled to measure these patterns. Moreover two of 
the patterns may in some cases be determined directly from science data. 



1.2. literature 



Th e practica l astron omical literature on the alignment of wide field telescopes is very 
limited. iMcLeodr s (119961 ) paper describing the use of coma and astigmatis m patterns to align 
the W hipple Observatory 1.2-m telescope anch ors the recent lite r ature . IWilson fc Delabre 
( 11997T ) discuss the alignmen t of the ESQ NTT. iGitton fc Noethd (119981 ) describe the align- 
ment of the ESO VLTs, and lNoethe fc Guisard (hoooh give a more gen e ral de scription of the 
astigmatism patterns expected from two-mirror telescopes. iLee et al.l (120081 ) give a general 



^uch telescopes are also subject to deformations of the optical elements, but on longer timescales than 
the rigid body motions. 
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treatment of third-order misalignment disto rtions and then disc uss coma and astigmatism 
and curvature of field in their case studies. iPalunas et al.l ( 1201CH ) describe the alignment of 
the Magellan Nasmyth telescopes using coma, astigmatism and curvature of field. 



Marechall ( 119501 ) derives the third-order misalignment aberration patterns for coma, 
astigmatism, curvature of field and distortion. 



Thompson and collaborators ( jShack fc Thompsonlll980l ; lThompsonll2005l ; iThompson et al 



20091 ) develop a formalism for analyzing telescope misalignments using a vector notation that 
is elegant and relatively transparent. It isolates generic misalignment patterns associated 
with third-order aberrations - coma, astigmatism, curvature of field and distortion - and 
beyond that, generic misalignment patterns associated with fifth-order aberrations. 



In an unpublished M.S. thesis, iTessieresI (120031 ) used ray tracing software to determine 
amplitudes for Thompson' s mis al ignment patterns, whi ch at that time had only appeared in 
Thompson's Ph.D. thesis ( 119801 ) . iHvisc fc Burgd (120081 ) build on Tessieres' work in modeling 
a four mirror corrector for the Hobby-Ebberly Telescope. They identify the linear combina- 
tions of orthogonal aberration patterns (integrated over the field) that are most sensitive to 
the tilts and decenters of the mirrors. 



1.3. outline 

In the following sections we rederive these same misalignment aberration patt erns, using 



the T hompson et al. vector notation but following in stead the development of ISchroeder 



(119871 ). The present paper is quite similar in spirit to ITessieresI ': identify those aberration 
patterns of potential interest and ascertain which are of greatest value in aligning a telescope. 
However our approach differs in that, in the interest of efficiency, we ignore patterns that 
are non-linear in the tilts and decenters of the mirrors. This simplification is appropriate for 
small misalignments of an otherwise rotationally symmetric telescope. We also give greater 
consideration to the role of distortion, curvature of field and spherical aberration than did 
Tessieres. 

In §2] we discuss the misalignment patterns produced by two-mirror telescopes, proceed- 
ing from the better known generic coma and astigmatism misalignment patterns, through 
the almost trivial curvature of field misalignment pattern, to the two distortion misalign- 
ment patterns. We then retrace our steps using a more general approach that shows how 
the misalignment patterns produced by an optic derive from the surface of that optic. In SJ3] 
we discuss the alignment of three-mirror telescopes. 
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In §4] we use the same methods used in §2] to deduce the misalignment patterns as- 
sociated with fifth-order aberrations. In the course of this we attempt to systematize the 
somewhat ragged nomenclature associated with the fifth-order aberrations. We additionally 
examine the relative magnitudes of the fifth-order aberrations, which cast some doubt on 
their practical utility for telescope alignment. In £|5]we discuss the number and placement 
of wavefront sensors needed to align a three mirror telescope. In £[6] we address a variety 
of complicating factors: mirror deformations, transmitting correctors, central obscurations 
and focal plane tilts. In §7] we discuss several ways in which the misalignment aberration 
patterns might be used, and why one might ultimately choose to forego their use. 



2. Generic patterns and two-mirror telescopes 



2.1. coma 



McLeodf s (119961 ) paper shows how an a stigmatic misalignment pattern can be used in 
conjunction with coma to align a telescope. iMcLeodl 's first step is to center the secondary 
so as to zero the coma. He does not explicitly refer to a coma "pattern," but it is widely 
appreciated that decentering the secondary of a Ritchey-Chretien telescope produces coma 
that is to first order constant across th e field. For the present purposes we take this to be a 
pattern, albeit a boring one. iMcLeodl does identify an astigmatism pattern, which he then 
renders symmetric by rotating the secondary about its coma-free pivot. 



Schroederl (119871 ) calculates the coma patterns that arise in a two mirror telescope, 



allowing for tilting and decentering the secondary. The comatic wavefront G coma is a function 
of position on the pupil p, with polar coordinates p and 0, and field angle a, with polar 
coordinates a and 9: 



G™ = GS cxp 3 cos(0 - 9) + «V cos(0 - 0,) + G^Tap 3 cos(0 - <j> a ) (1) 

where £ is the decenter of the secondary which projects to angle <p£ on the pupil, and a 
is the vector tilt of the secondary which projects to angle <p a on the pupil. The first term 
on the right hand side gives the symmetric "Seidel" coma typical of an aligned two mirror 
telescope. The next two terms give the constant coma pattern typical of a decentering or 
tilt of the secondary. The coefficients G™™^, G c J^ nter1 and G c £™ a depend upon the radii 
of curvature, Ri, and conic constants, Ki, of the two mirrors, the indices of refraction of 
the material (air) preceding the mirrors, n^, the positions, Sj, and magnifications, m,; of the 
object for each mirror, and the distance from the primary mirror to the secondary, W. In a 
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Ritchey-Chretien telescope the G c g^ el ter m is identic ally zero, giving no c oma when aligned. 
The notation here is different from that of ISchroederl ; the conversion from ISchroederl 's to the 
present notation is given in appendix A. 
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Fig. 1. — Comatic field patterns, (a) Seidel coma field pattern typical of an aligned telescope, 
(b) Constant coma indicating a tilt and (or) decentering of the secondary along the x axis. 

The Seidel term varies linearly as field angle a and as p 3 cos <ft and (or) p 3 sin <p on the 
pupil. The tilt and decenter terms are constant over the field, but have the same functional 
dependence on pupil coordinates as the first term. We shall somewhat loosely refer to any 
aberration that has the same dependence upon pupil coordinates as "coma," even when it 
does not have the Seidel coma dependence on field angle a. Figure [Th, shows the point spread 
function at various points in the field for the first term in equation ([Q). Figure [lb shows the 
point spread function pattern typical of either of the last two terms in equation (CQ). 

In practice, the constant coma pattern shown in Figure [Tb will be superimposed on 
the Seidel pattern if one is present. We here plot the two patterns separately as the pat- 
terns have different physical motivations and thus provide different information about the 
telescope. The Seidel pattern is a result of the telescope design, and fitting for that pattern 
provides no information about tilts or decenterings of the mirrors. In contrast, the magnitude 
and orientation of the constant coma pattern will provide information about a telescope's 
alignment. 
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2.2. astigmatism 



Following Schroeder's (1987) example for coma, iMcLeodl (119961 ) calculated the corre- 
sponding astigmatism pattern for the case of a nulled field constant coma pattern. He finds 
an astigmatic wavefront, G astig , given by: 



G asti 9 = G a s ^a 2 p 2 cos 2 



-<j )e )+GZt 9 aap 2 cos(2 ( f ) -e- ( j )a ) (2) 



The first term on the right gives the symmetric astigmatism typical of an aligned two mirror 
telescope. The next two terms give the astigmatism pattern typical of a decentering or tilt 
of the secondary. The coefficients G a s ^ , G a ^ 9 nter and G^ 9 again depend upon the radii 
of curvature, Ri and conic constants, Ki of the two mirrors, the indices of refraction of the 
air preceding the mirrors, rii, the positions, s, and magnifications, m, of the object for each 
mirror, and the distance from the primary mirror to the secondary, W. The details of the 
conversion from iMcLeodl 's notation to the above are given in appendix B. 
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Fig. 2. — Astigmatic field patterns, (a) Seidel astigmatism field pattern typical of an aligned 
telescope. A constant defocus has been added to show the orientation of the astigmatism, 
(b) Astigmatic field pattern indicating a tilt and (or) decentering of the secondary along the 
x axis. 

The symmetric term varies as the square of the field radius a and varies as p 2 cos 2<p 
and (or) p 2 sin 2<p on the pupil. This is almost, but not quite the variation associated with 
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third-order, Seidel astigmatism^] It is readily decomposed into terms that vary as p 2 cos 2 (p 
(Seidel astigmatism) and p 2 cos (Seidel curvature of field). The tilt and decenter terms 
have the same functional dependence on pupil coordinates as the symmetric term, but vary 
linearly with distance from the center of the field a, and vary as the cosine and (or) sine of 
the field angle 9. We shall again refer loosely to any aberration that has the same dependence 
upon pupil coordinates as astigmatism, even when it does not have the Seidel dependence 
on field position. Figure [2^ shows the point spread function at various points in the field 
for the symmetric term in equation (121). Figure [2b shows the point spread function pattern 
characteristic of either the tilt or decenter terms in equation (J2])lfl 

As with the comatic aberrations, the astigmatic field pattern shown in Figure |2b will 
in general be superimposed on the Seidel pattern if one is present. Some previous treat- 
ments have ref erred to this superposition of field patterns as a single misalignment pattern; 



McLeodl (119961 ) describes a single ast i gmati sm pattern, which he symmetrizes in the course 



of aligning his telescope; iThompsonl ( 120051 ) refers to a binodal astigmatism pattern which 
results from misalignments. In this paper we decompose the astigmatism into two patterns, 
a symmetric one characteristic of an aligned telescope an d an asymmetr ic one introduced 
by misalignments. The asymmetric p attern described by iMcLeodl (119961 ) and the binodal 
pattern plotted by IThompsonl (120051 ) are produced by superimposing the symmetric and 
asymmetric patterns in Figures [2k and [2b. The nodes are simply field positions where the 
symmetric Seidel and asymmetric misalignment patterns have cancelledjj 

Both for coma and for astigmatism (and in the cases of the additional aberrations 
considered below) the misalignment pattern varies as one power of field radius less rapidly 
than the corresponding symmetric pattern. 



2 By convention "Seidel" astigmatism is taken to vary as p 2 cos 2 <fi on the pupil. By contrast "Zernike" 
astigmatism is almost always taken to vary as p 2 cos 2<f>. The Seidel definition emerges naturally from the 
derivation of aberration patterns. The Zernike definition makes for more symmetric wavefronts and orthog- 
onality among the different aberrations. A similar ambiguity arises in the definition of trefoil. 

3 The "dreamcatcher" plot of Figure 2b makes cameo appearances i n a number of conte xts. It can 
be seen in a map of image elongations at the prime focus of the LBT ( Romano et al. 2010f) and in the 
point spread function map, Figure 4.14, in version 12.0 of the Chandra Proposer's Observatory Guide 
(Chandra X-rav Center! 12009^ . The fi r st suc h plot of which the authors are aware is in the paper by 
Shack fc Thompson! (|l980h . Marecha] dl950h comes close plotting the magnitude and orientation of the 



misalignment astigmatism pattern but suppressing the sign. 

4 Terms that are nonlinear in the misalignments also contribute to the positions of the nodes. Most 
interestingly, the inclusion of a non-linear term may rotate the orientation of the nodes by 90°. However, 
the inclusion of terms that are nonlinear in the misalignment has no effect on the underlying Seidel or linear 
patterns. 
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2.3. curvature of field 



Coma and astigmatism are just two of the five third-order Seidel aberrations. Curvature 
of field (henceforth COF) manifests itself as a defocus that vari es as the square of the 
distance from the center of an assumed flat focal plane. iMcLeodl might in principal have 
used curvature of field (rather than astigmatism) to alig n the Whip ple 1.2-m, bu t there is a 
potential degeneracy with a tilted instrument. Following ISchroederl and IMcLeodl . we find an 
associated wavefront, 



G COF = + G c de °J nter ai P 2 cos(£ - 4> e ) + Gg?W cos(£ - 4> a ). (3) 

The first term on the right hand side gives the symmetric Seidel curvature of field typical 
of an aligned two mirror telescope, and the next two give the defocus patterns typical of a 
decenter or tilt of the secondary. The coefficients Gg®^, G^[ nter , and G^° t F again depend 
upon the radii of curvature, Ri and conic constants, Ki of the two mirrors, the indices of 
refraction of the air preceding the mirrors, rij, the positions, Sj and magnifications, rrii of the 
object for each mirror, and the distance from the primary mirror to the secondary, W. The 
details of the derivation of the above are given in appendix C. 

The Seidel term varies as the square of the field radius a and varies as p 2 on the pupil. 
But the dependence on pupil position is exactly the same as that of defocus, which is a 
first-order aberration. Anticipating the nomenclature introduced in §H below, curvature of 
field might equally well be called "third-order defocus," but we bow to convention. The tilt 
and decenter terms vary linearly with distance from a line passing through the center of 
the field, but have the same functional dependence on pupil coordinates. This is precisely 
what one would expect for a tilted focal plane. Figure |3k shows the point spread function 
at various points in the field for the Seidel term in equation ([3]). Figure [3b shows the point 
spread function pattern introduced by either the tilt or decenter terms in equation (j3J). 



2.4. distortion 

While distortion is one of the five Seidel aberrations, for many purposes it can be ne- 
glected, since it does not degrade image quality. Distortion does, however alter the positions 
of images in the field, and of particular interest for the measurements of weak gravitational 
lensing, it changes the shapes of extended objects. And most importantly for the present 
discussion it may be of some use in aligning a telescope. 



Following the conventions of ISchroederl and IMcLeodl . we find the associated wavefront 
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Fig. 3. — Curvature of field patterns, (a) Seidel COF typical of an aligned telescope, (b) 
COF field indicating a tilt and (or) decenter of the secondary along the x axis. 

delay for a misaligned two mirror telescope: 



/^distortion /^distortion ,_3 n ± a\ ( A\ 

G - <^ Seidel & pCOS((f)-V) (4) 

+ GttK^r 2 * cos(0 - ^pcosit -6) + Gf^yepcos^ - <j> e ) 

idistor 
' ' tilt,p 



+ G^ Uon a 2 acos(6 - a )pcos(0 -6) + G™°V 2 apcos(0 - Q ) 



The Seidel term on the right varies as the cube of field angle a and as p cos and (or) p sin 
on the pupil. Distortion differs from coma, astigmatism and curvature of field in having two 
distinct misalignment aberration patterns rather than only one. We will encounter several 
similar pairs of misalignment aberration patterns when we consider fifth-order misalignment 
patterns in §4. The two terms are distinguished by whether the direction of the tilt, a or 
decenter, £ enters in a dot product with the field position, a or the pupil position, p. We use 
V" and "p" to label the two alternatives. 

The a terms have the same functional dependence on pupil coordinates as the Seidel 
term, but are proportional to the square of the field angle a and the cosine of its polar 
coordinate, 0. These produce a field distortion pattern directed radially outward, but with a 
magnitude that depends on the product of the field angle and its projection onto the decenter 
or tilt. 

The p terms also have the same functional dependence on pupil coordinates as the first, 
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but vary only as the square field angle a. The direction of the distortion is that of the 
decenter or tilt, but its magnitude increases outward as the square of the distance from the 
center of the field. 

The three distortion patterns are shown in figure HI Details of the derivation of the 
coefficients are given in appendix D. 

Each of the two distinct misalignment distortion patterns is characterized by a two- 
vector. Were one able to measure those vectors with the same accuracy as the two-vectors 
that characterize coma and astigmatism one might in principle use only distortion measure- 
ments to align a two mirror telescope. 




Fig. 4. — Distortion field patterns, (a) The "a" distortion pattern indicating a tilt and (or) 
decentering of the secondary along the x axis, (b) Seidel distortion typical of an aligned tele- 
scope, (c) The "p" distortion pattern indicating a tilt and (or) decentering of the secondary 
along the x axis. 



2.5. spherical aberration 

Spherical aberration is the fifth of the Seidel aberrations and is constant across the field. 
Tilts and decenters do not produce asymmetric spherical aberration patterns. 

2.6. generalization 

In the preceding subsections the third-order aberrations were cast so as to display ex- 
plicitly the azimuthal dependence upon pupil position, p and field angle, a. These can be 
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recast more compactly and transparently in vector form. For example the Seidel distortion 
term above varies as (<? • a) (a ■ p) . 

Suppose a single mirror i serves as its own pupil. The wavefront delay G 3rd for a ray 
that intercepts the mirror at position w and that makes an angle if) with the axis of the 
mirror is given tyE 



G 



3rd 



rTr ,W W W W. -> W W w 

Wo40 h ■ ~R ~R ' R } + WlM ' ~R ~R ' R } 
it it it it it it it 

w w . 



(5) 



where W040 is the spherical aberration coefficient, W131 is the coma coefficient, W 222 is the 
astigmatism coefficient, W 22 q is the curvature of field coefficient, and W^u is the distortion 
coefficient. These aberration coefficients depend only on the curvature of the mirror, R, 
the conic constant of the mirror, K, the magnification of the mirror, m, the position of the 
object for the mir ror, 5, and the in dex of refraction immediately preceding the mirror, rj^|. 
In §5.1 of his book lSchroederl (119871 ) shows that the aberrations which vary linearly with ray 
height on the optic must be zero for conic section optics which serve as their own pupils. We 
therefore set W311 to zero and ignore it in the following discussion. The values for the other 
coefficients are given in Table [TJ 



Following ISchroederl (119871 ) , one finds that if the pupil is offset by W along the axis of 



Table 1. Aberration coefficient values for the optic-centered pupil. 



Wo40 


W13I 


w 222 


w 220 


f ((f -lf + K) 


-nR(j - 1) 


nR 






3 We reserve p for the position on the pupil when the optic is despaced from the pupil. 



6 We adopt the convention of ISchroederl (jl987l) whereby rays traveling in opposite directions encounter 
oppositely signed indices of refraction; a ray incident on the primary mirror through air (n = 1) will encounter 
a negative index of refraction (n = —1) once reflected and traveling towards the secondary. Therefore, 
although this discussion deals primarily with mirrors and thin lenses, the index of the refraction of the 
material surrounding the optics cannot be entirely ignored. 
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the mirror, the position at which a ray lands on the mirror, w depends upon its position on 
the pupil, p and the angle the chief ray makes to the pupil normal, a (which is defined to be 
the field angle), and upon W. The angle that the ray makes with the axis of the mirror, ip 
depends upon field angle a and the pupil offset, W . 

If the mirror is tilted by angle a, it changes the angle ip that a ray makes with the 
mirror's axis. And if the mirror is decentered from the optical axis (which is perpendicular 
to and centered on the pupil) by £, it changes both the position at which a ray lands on the 
mirror, w and the angle if) that the ray makes with respect to the mirror's axis. 

The net effect of a pupil offset or a misalignment of the mirror relative to the pupil is to 
shift the position w at which a given ray strikes the mirror and to change the angle ip that 
the ray makes with the axis of the mirror. The transformations from pupil coordinates, p 
and field angle, a to mirror coordinates and mirror angle for a mirror despaced by an amount 
W and decentered and tilted by I and a are therfl 



W I 

V;=(l -—)(?-(« + -) (6) 

s s 

& = (p-Wa)-t (7) 

An offset of the pupil from the mirror by an amount W causes what was Seidel spherical 
aberration to manifest itself as a combination of spherical aberration, coma, astigmatism, 
curvature of field and distortion, all of which have the symmetric Seidel field dependence. 
Likewise what was coma manifests itself as a combination of coma, astigmatism, curvature 
of field and distortion. This cascade downward from spherical to coma to astigmatism and 



7 In deriving equations (j6]) and (0 we assume that all of the effects of the curvature of an optic on 
aberrations are embodied in equation ([5]), and we subsequently treat displacements, W, decenters, I and 
tilts, a of an optic as displacements, decenters, and tilts of the flat surface defined by the plane containing 
the vertex of that optic. This is equivalent to using a first order app roximation of pup il and field coordina tes. 
While this assumption reproduces the stop shift formulae given in Schroeder (1987) and Wilson ( 19961) . it 
is not strictly correct in the cases of large or very curved mirrors, large fields, or cases where the stop is 
quite close to the optic. In particular, when a telescope's primary mirror is the aperture stop, the computed 
aberrations are only correct when W for the primary mirror is set equal to zero, even though the physical 
aperture is defined by the edge of the optic, which may actually be a finite distance from the optic's vertex. 
Setting W equal to zero in this special case is natural, as equation ([5]) completely describes the aberrations 
introduced by an optic that is its own pupil, without any need for modification. However, this inconsistency 
would seem to indicate that the assumptions that predicate equations dU and (0 may need to be modified 
in order to compute higher order aberrations. 
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curvature of field and finally to distortion is embodied in the "stop shift" formulae (e.g. 



Wilson! Il996f ). 



Decenterings and tilts of the mirror relative to the pupil also produce cascades. For 
an axially symmetric telescope we may assume that these tilts and decenters are small and 
ignore terms that are quadratic and higher in either or both. In the aberration patterns 
associated with the surviving linear terms, a field angle vector a is replaced by either a tilt, 
a or a decenter, £/R. The field angle exponents for the misalignment aberration patterns 
are therefore smaller by one than those of the corresponding Seidel aberrations. 

Table [2J gives aberration patterns that arise when a mirror is offset by W with respect 
to its pupil, and decentered and tilted by small amounts. 

The different signs for odd and even numbered mirrors arise from the fact that the chief 
ray for a given optic may be traveling in the opposite angular direction than the chief ray on 
the pupil for the primary mirror, which here determines the field angle a. Put otherwise, the 
sign accounts for the fact that preceding mirrors flipped the images. It does not account for 
the changing indices of refraction which are contained in the Wki m coefficients. The cx-type 
distortion patterns have factors a • or a ■ a. The p-type distortion patterns have factors 
p ■ or p ■ a. 



2.7. application to 2-mirror telescopes and 2.5-mirror telescopes 

Table [2] of the previous subsection gives the third-order aberrations for a single mirror 
with a pupil offset by W along the optical axis. The aberrations for a 2-mirror telescope are 
found by computing the elements of two such tables, one for the primary and one for the 
secondary, and adding. 

Before one can use Table [2] to compute aberrations, one must first know the location of 
the center of the field as it is defined by the pointing of the pupil. If the center of pointing is 
unknown then one must add an additional vector variable to the table, m, which maps the 
true field coordinate, a to that adopted for measurement, a 1 via the relation a — > a' — fa. 
This focal plane decenter will mathematically map Seidel terms to misalignment terms, but 
it will not physically aberrate the images. For the sake of simplicity, we here assume that 
the center of pointing is known and treat a decentered focal plane as a 'complication' in §6j 

For many two-mirror telescopes the pupil is coincident with the primary. If one also 
takes the primary to define the pointing of the telescope, one can take the pupil offset, Wi, 
the mirror decenter, l\ and the mirror tilt, 6l\ all to be zero. The misalignment patterns 
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Table 2. Symmetric and asymmetric aberration patterns for mirrors offset, decentered 

and tilted with respect to the pupil. 



aberration 



pupil offset W 



decenter I 



tilt a 



spherical 



coma 



astigmatism 



COF 



distortion 



(£- 



(I • • I) >< ^040 

(|-|)(|^)xT a [ 

+4fVF 40 ] 
(|-*)(|-*)x[ 

(f -i)V 222 

+2f (f - 1) Wl31 

+4-^^040 ] 

g)(*-*)x[ 

(f -i)V 220 

+ f (f - 1) ^131 
+2^^040 ] 

(|-a)(a-a)x T a [ b 
2f (f-l)V 220 

+2f (f -1)V 222 

+3^ (f - 1) Wl31 

+4^^040 ] 



" (I) ^131 
"41^040 ] 

(I^)(|-I)x± a [ 
2 (?) (f " 1) W222 

1) Wi31 



+2(2f 

+8f W 40 



|)(^-i)x± a [ 
2 (?) (f " 1) 

+ (*? - 1) ^131 

+4fVFo40 ] 

(|"i)(^^)x[ 

-2(f -1)V 220 
-2 (f ) (f - 1) Fy 222 
-2f - 1) W 131 

-4^1^040 ] 

"4(f) (f-l)^o 
"2 (f - 1) ( 2 ~f ~ 1) ^ 222 
-4f " 1) Wl81 



8^VFo40 



R 



(|-I)(|"«)x[ 



131 



] 



2 (f - 1) f^ 222 



+2f Wisi 



] 

(|.|)(a.5)x± a [ 
2 (f - 1) Fy 220 



W 



+ f^!31 



] 



(|-5)(*-*)x [ 
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a The upper sign is for a primary, tertiary, or other odd numbered mirror. The lower sign is for a secondary or 
even numbered mirror. 



^The Wsu term has been omitted as it is equal to zero. 
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are then due entirely to the decenter, £2 and tilt, a 2 of the secondary. One need only 
measure two of the five misalignment patterns in Table [2] to align the telescope. If the 
ap erture stop (and conseque ntly the pointing) instead coincide with the secondary mirror as 



m 



Noethe fc Guisardl (120001 ) . the misalignments of the secondary mirror may be treated as 
identically zero and only the misalignments of the primary mirror relative to its pupil need 
to be considered. In this case as well, one need only measure two of the five misalignment 
patterns in Table [2] to align the telescope. There is a third case where the aperture stop is 
independent from either of the mirrors. In this case we would treat the aperture stop as a 
third optical element and analyze this telescope configuration as a three mirror telescope. 



McLeodl (119961 ) measures coma and astigmatism in his two mirror telescope. He might 
in principle have used the two distortion patterns, but these would require a high precision 
astrometric catalog (perhaps using galaxy positions to avoid the effects of stellar proper 
motions). Moreover as the misalignment distortion patterns vary as a higher powers of field 
angle than the misalignment astigmatism and coma patterns, they might be expected to 
have smaller amplitudes. McLeod might also have used curvature of field, although here 
there is the danger that the detector might be tilted with respect to the primary. Or, had 
he been feeling particularly masochistic, he might have measured all five patterns, for the 
sake of redundancy. 

With their folding flats, the Magellan telescopes in their Nasmyth configuration qual- 
ify as 2.5-mirror telescopes. One need not worry about the decentering of the tertiary 
but one must measu re and correct for its tilt, <3 3 . The alignment procedure described by 



Palunas et al.l (120101 ) adds the curvature of field misalignment pattern (equivalent to a focal 



plane tilt) to those of coma and astigmatism. 



3. Aligning 3-mirror telescopes using distortion patterns 

Calculating the aberration patterns for a 3-mirror telescope (say a three mirror anastig- 
mat, henceforth a TMA) is not quite twice as difficult as for a 2-mirror telescope. One applies 
Table [2] to the tertiary and finds misalignment patterns that depend upon the decenter £3 
and tilt c?3 of the tertiary. If the stop is coincident with the primary, only the secondary and 
tertiary contribute to the five third-order misalignment patterns in Table [2j The patterns 
are linear in the decenter and tilt vectors, so that the combined wavefront gives the same five 
patterns, each characterized by a new pattern 2-vector. Each pattern 2-vector, ft, is a linear 
combination of the four misalignment 2- vectors, the tilts a.2 and 0:3, and the decenterings £2 
and £3. Likewise if the stop is coincident with the secondary or tertiary mirrors, only tilts 
and decenters of the other two mirrors contribute. 
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If coma, astigmatism and curvature of field are the only aberrations that adversely affect 
science, there is a two-dimensional "subspace of benign misalignment" for which the coma, 
astigmatism and curvature of field misalignment patterns are all zero in the limit of small 
misalignments. But if one does not bring additional information to bear, one runs the risk 
of drifting increasingly far from perfect alignment. This would produce large misalignment 
distortion, and ultimately, fifth-order misalignment patterns and third-order patterns that 
depend quadratically on the mirror tilts and decenters. 

To measure the m i salign ment distortion patterns one would need either overlapping 



fields of images ( ISudoll 120111 ) or pre-existing astrometry. If one uses overlapping fields, 
one risks changing the misalignment between pointings, thus rendering distortion of limited 
use for measuring alignment at a given pointing. If one relies on pre-existing astrometry, 
the accuracy with which the distortion patterns could be measured would then be limited 
by the accuracy of the astrometric catalog. Moreover, regardless the technique used to 
measure the aberrations, the misalignment distortion patterns might be expected to have 
smaller amplitudes than misalignment astigmatism and coma as the misalignment distortion 
patterns vary as a higher power of field angle. This raises the question of whether one might 
use fifth-order aberration patterns to keep the telescope aligned. 



4. Generic fifth-order aberration patterns 

4.1. fifth-order aberrations for a single mirror 

In §2.6l we considered the third-order aberrations produced by a single mirror with a stop 
at the mirror. The generalization to fifth-order is straightforward. The fifth-order wavefront 
delay, G 5th for a ray that hits the mirror at position w and that makes an angle ip with the 
axis of the mirror is given by 



^th ,„ /'E? W..W W W W. TIr ,WJ W..W W..W 

G 5th = W 060 ( ^ ■ tt)( tt " p)( o ■ o) + W m {- ■ -)(- ■ -)(- ■ tf) (8) 
it it it it it it it it it it it 

+ w 242 ( - ■ -)( - ■ ■ + w 240 ( - ■ -)(- • -)(v • 
it it it it it it it it 

+ ■ • ^)(| ■ * + ^33l(| •%){%' ■ $ 

it it it it it it 

+ w 422 (^ ■ ^)(| • ■ $) + w i20 (^ ■ |)(^ ■ ■ i) 
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Since the pupil is coincident with the mirror, we might equally well have written the 
same equations but with position on the mirror w replaced by position on the pupil p and 
the angle that a ray makes with the axis of the mirror, ip replaced by the field angle a. For 
the remainder of this subsection we shall take p — w and a — ip. 



4-1.1. W 5n : fifth-order distortion 

The W511 term has the same variation on the pupil as distortion, but varies as field 
angle to the fifth. We shall refer to this as "fifth-order distortion."^] 



4-1.2. W420: fifth-order defocus 

The W420 term has the same variation on the pupil as defocus, and produces a point 
spread function indistinguishable from that of Seidel curvature of field . But as this term 
varies as the fourth power of field angle rather than quadratically, we call this term "fifth- 
order defocus." 



4-1.3. Wi22- fifth-order astigmatism 

The W422 term has the same variation on the pupil as third-order astigmatism, and 
produces a point spread function indistinguishable from it. But as this term varies as the 
fourth power of field angle rather than quadratically, we call this term "fifth-order astigma- 
tism." Again as with third-order astigmatism, this term varies on the pupil as p 2 cos 2 (p. It 
can be decomposed into a term that varies as Zernike astigmatism, p 2 cos 20, and a second 
that varies as defocus, p 2 cos 0, 



8 Our nomenclature is driven primarily by the functional form of the aberration on the pupil. Thus an 
aberration that varies as p 3 cos cf> is referred to as coma. In this scheme third-order (Seidel) coma varies 
linearly with field angle and fifth-order coma varies as the cube of field ang le. By contrast , the term that 
varies as p 5 cos (f> on the pupil is referred to here as second coma or coma- II. lHonkinsI |l950h calls this term 
fifth-order coma, but from our pupil oriented perspective this term, albeit one of fifth-order, cannot be called 
coma, which can only vary as p 3 cos <f>. Curiously, we agree with Hopkins in calling the term that varies as 
p 2 cos 2 4> fifth-order astigmatism and in calling the term that varies as p cos <fi fifth-order distortion. We 
reserve the term "Zernike" aberrations for the orthogonalized linear combinations of aberrations described 
here. 



18 



4-1. 4- ^331- fifth- order coma 



The W331 term has the same variation on the pupil as coma, but varies as field angle 
cubed. We call this "fifth-order coma." 



Fig. 5. — Point spread functions due to trefoil with G tre ^ = p 3 cos 30. Increasing amounts of 
a symmetric wavefront G sym = p 3 have been added to bring out the three-fold symmetry of 
the wavefront. (a) +§G s f m (b) +G s v m (c) +2G s ^ m 

The W333 term varies as p 3 cos 3 <fi on the pupil and as field angle cubed. None of the 
third-order aberrations has this behavior on the pupil; here we call it trefoil. This term 
can be decomposed into a term that varies as Zernike trefoil, p 3 cos 30, and a second that 
varies as coma, p 3 cos (p. Figure |5] shows the point spread function due to Zernike trefoil with 
varying amounts of an aberration that varies as p 3 added to it. 



4.1.5. WW trefoil 



v 





4-1.6. W 2 4q: fifth- order spherical 



The h as the same variation on the pupil as spherical aberration, but varies as field 
angle squared. We shall refer to this as this "fifth-order spherical." 
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Fig. 6. — Point spread functions for ordinary astigmatism, G asU9 ~ I = p 2 cos2<ft and second 
astigmatism, G astt9 ~ n = p 4 cos2(fi. (a) Ordinary astigmatism -\-lQ de f° cus _ (b) Pure ordinary 
astigmatism, (c) Pure second astigmatism. 

4-1-7. W242-' second astigmatism 

The W242 term varies as p 4 cos 2 <p on the pupil. The angular dependence is that of 
astigmatism but the radial dependence is quartic not quadratic. We shall call this "second 
astigmatism" or "astigmatism-II." Figure |6] shows the PSF for second astigmatism next to 
those for ordinary astigmatism. 

4-1.8. W151: second coma 

The Vrisi term varies as p 5 cos0 on the pupil. The azimuthal dependence is that of 
coma but the radial dependence is quintic not cubic. We shall refer to this as "second coma" 
or "coma-II." Figure [7] shows a PSF produced by second coma alongside one produced by 
ordinary (first) coma. 

4-1.9. W-060-' second spherical 

We shall call the W060 term "second spherical" or "spherical-II." Were we strictly con- 
sistent we would have called spherical aberration "second defocus" and would have called 
this "third defocus" but as Emerson says, a foolish consistency is the hobgoblin of a small 
mind. 
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Fig. 7. — (a) Off axis (ordinary) coma PSF for the third-order and fifth-order coma patterns. 
The sine of the apex half angle is 1/2, giving an apex angle of 60°. (b) Off axis second coma 
PSF. The sine of the apex half angle is 2/3, giving an apex angle of 83.6°. 

4.2. fifth-order aberrations for misaligned systems 

Tilts and decenterings of mirrors produce misalignment patterns in a manner entirely 
analogous to those of third-order aberrations. The dependence upon field and pupil position 
and the first order dependence on misalignments are given in Table [3j Equations (EJ) and (J7|) 
are used to transform from the positions and angles with respect to the optic, w and if) of 
equation (jSJ) to positions and angles with respect the pupil, p and o% Terms with the same 
dependence on both of the latter are then added. The vectors ft indicate linear combinations 
of misalignment angle a and decenter i. 

In Table [3] we give only the dependence upon pupil position and field angle for the 
symmetric fifth-order aberration patterns and their associated misalignment patterns. For 
the third-order aberrations, there was one misalignment pattern each associated with coma, 
astigmatism and curvature of field, with two misalignment patterns associated with distor- 



9 Third-order aberrations produced by an optic (equation ([5])) may also contribute to the fifth-order 
aberrations on the pupil when the pupil and the optic do not coincide. As noted in W2. 61 equations ([5]) and 
J7| are truncated at first order in pupil and field coordinates. Analogous equations for (J6)) and (J7J that have 
been expanded to third order can map third-order aberrations on the optic to fifth-order aberrations on the 
pupil. Other such approximations may also need to be relaxed in order to compute the magnitudes of the 
fifth-order aberrations. 
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tion. There are again distinct a and p misalignment patterns for fifth-order distortion, and 
now also for fifth-order astigmatism and fifth-order coma. 



The amplitudes of aberration patterns implicit in Table E] provide, at least in principle, 
additional information for use in aligning telescopes. But in all cases there are similarities 
between the fifth-order misalignment aberration patterns and their third-order counterparts. 
The ability to distinguish between the two depends, for the first group described below, upon 
the sampling of the wavefront, and, for the second group, upon the sampling of the field. 



The misalignment aberration pattern for second coma, shown in Figure [8] is identical to 
that for ordinary (first) coma (see Figured]). The point spread functions for second coma and 
ordinary (first) coma have the same azimuthal dependence on pupil position but different 
radial dependence. The ability to distinguish between the coma-II misalignment pattern 
and the coma-I misalignment pattern therefore depends critically upon the sampling of the 
wavefront. 



4.3. fifth-order aberration patterns and alignment 



4-3.1. second coma: misalignment 








^t&V»" ^&V«" ^&V«' >£fV-' ^4*V«" 




■J' .V 





Fig. 8. — Second coma field patterns, (a) Second coma pattern typical of an aligned telescope, 
(b) Second coma pattern indicating a tilt and (or) decenter of a mirror along the x axis. 
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4-3.2. second astigmatism: misalignment 




Fig. 9. — Second astigmatism field patterns, (a) Second astigmatism pattern typical of an 
aligned telescope, (b) Second astigmatism pattern indicating a tilt and (or) decentering of 
a mirror along the x axis. Spherical aberration has been added to bring out the asymmetry 
of the pattern. 

As with second coma, the misalignment aberration pattern for second astigmatism, 
shown in Figure M is identical to that for ordinary (first) astigmatism (see Figure [2]). The 
point spread functions for second astigmatism and ordinary (first) astigmatism have the same 
angular dependence on pupil position but different radial dependence. The ability to distin- 
guish between the astigmatism-II misalignment pattern and the astigmatism-I misalignment 
pattern again depends critically upon the sampling of the wavefront. 



4-3.3. fifth- order spherical: misalignment 

The aberration patterns for fifth-order spherical, shown in Figure [10] are identical to 
those for those of curvature of field. However the point spread functions are identical to 
spherical aberration, which itself has the same angular dependence on the pupil as defocus 
and COF, but a different radial dependence. The ability to distinguish between the fifth- 
order spherical and curvature of field misalignment pattern once again depends critically 
upon the sampling of the wavefront. The ability to distinguish between fifth-order spherical 
and ordinary spherical depends on the sampling of the field. 
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Table 3. Fifth-order aberration patterns 
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Fig. 10. — Fifth-order spherical field patterns, (a) Spherical aberration pattern typical of 
an aligned telescope, (b) Spherical aberration indicating a tilt and (or) decenter of a mirror 
along the x axis. 
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4-3.4- trefoil: misalignment 




Fig. 11. — Trefoil field patterns, (a) Trefoil pattern characteristic of an aligned telescope, (b) 
Trefoil indicating a tilt and (or) decenter of a mirror along the x axis. In both cases a constant 
wavefront varying as p 3 has been added to bring out the orientation of the aberration. 

The PSF for trefoil is quite different from that of any of the Seidel third-order aberra- 
tions, as is its misalignment pattern, shown in Figure [TTJ 

4-3.5. fifth-order astigmatism: misalignment 

The PSF for fifth-order astigmatism is identical to that of Seidel, third-order astigma- 
tism. But the two misalignment aberration patterns shown in Figure [12] are unlike third- 
order misalignment astigmatism (see Figure [2]). The p misalignment pattern has the same 
azimuthal field dependence as for third-order astigmatism, but has a different radial depen- 
dence. The a misalignment pattern has a different azimuthal field dependence and a different 
radial dependence. The ability to distinguish between the two fifth-order astigmatism mis- 
alignment patterns and the third-order astigmatism misalignment pattern therefore depends 
critically upon the sampling of the field rather than the wavefront. 
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Fig. 12. — Fifth-order astigmatism field patterns, (a) The "a" astigmatism pattern indi- 
cating a tilt and (or) decentering of a mirror along the x axis. Note that the astigmatism 
is radially aligned, (b) Astigmatism pattern typical of an aligned telescope, (c) The "p" 
astigmatism pattern indicating a tilt and (or) decentering of a mirror along the x axis. Note 
that the azimuthal dependence on field angle is identical to that for third-order misalignment 
astigmatism. A constant defocus has been added to all three panels to show the orientations 
of the aberrations. 




Fig. 13. — Fifth-order coma field patterns, (a) The "a" coma pattern indicating a tilt and 
(or) decentering of a mirror along the x axis. Note that the coma is radially aligned, (b) 
Fifth-order coma characteristic of an aligned telescope (c) The "p" coma pattern indicating 
a tilt and (or) decentering of a mirror along the x axis. Note that the azimuthal dependence 
on field angle is identical to that for third-order misalignment coma. 
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4-3.6. fifth-order coma: misalignment 

As with fifth-order astigmatism, the PSF for fifth-order coma is identical to that of 
Seidel, third-order coma. But the two misalignment aberration patterns shown in Figure [13] 
are unlike third-order misalignment coma (see Figure [1]) . The p misalignment pattern has the 
same azimuthal field dependence as for third-order coma, but different radial dependence. 
The a misalignment pattern has a different azimuthal field dependence and a different radial 
dependence. As with fifth-order astigmatism, the ability to distinguish between the two fifth- 
order coma misalignment patterns and the third-order coma misalignment pattern therefore 
depends critically upon the sampling of the field rather than the wavefront. 

4-3.7. fifth- order defocus: misalignment 

As with fifth-order astigmatism and coma, the PSF for fifth-order defocus is identical to 
that of curvature of field (which might equally well be called third-order defocus). But the 
misalignment aberration patterns are not identical. They have the same angular dependence, 
but exhibit a different radial dependence. Once again, the ability to distinguish between the 
fifth-order defocus misalignment pattern and the curvature of field misalignment pattern 
depends critically upon the sampling of the field rather than the wavefront. 

4.4. discussion of fifth-order misalignment aberration patterns 

The literature on fifth-order aberrations is limited for several reasons. First, by their 
very nature, they tend to be smaller than the third-order (Seidel) aberrations. Second, they 
are rather cumbersome. As a matter of course, ray tracing programs handle them correctly, 
so as a matter of practice, they receive little attention. 

But as we have seen in the previous section, fifth-order aberrations may be needed 
to keep a three-mirror telescope aligned, and would almost certainly be needed to keep a 
four-mirror telescope aligned. Conversely, if one uses only the more commonly measured 
third-order aberrations, coma, astigmatism, and COF, to keep a telescope aligned, there are 
degenerate telescope configurations that zero out these third-order misalignment aberrations 
and yet produce distortion and fifth-order misalignment aberrations. It is therefore of some 
interest to estimate which of these might be more or less substantial. 

An order of magnitude argument can be made by noting that the entries in Table [3] are 
homogeneous and of sixth order in the sum of the exponents of the pupil radius and the 
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field angle. Both of these are rendered dimensionless by the focal lengths. We would argue 
that it is the focal ratio of the fastest element that matters most in such considerations. 
Modern fast, wide field telescopes have primary f-ratios approaching unity, while the field 
angles are rarely greater than a tenth of a radian. By this argument the terms at the top 
of Table [3] would be larger than those at the bottom. Third- and fifth-order aberrations for 
three specific optical systems: the LSST, HET corrector, and a Magellan-like telescope, are 
analyzed in the following subsections. 



4.5. Tessieres' models for the LSST 



The approach advocate d her e is quite similar to that adopted by Reg is Tessier es in 
an unpublished M.S. thesis (120031 ) carried out at the University of Arizona. iTessierea ana- 
lyzed the off- axis a berrations for two telescopes in terms of patterns derived in Thompson's 
unpublished ( 119801 ) PhD thesis. But i nstead of co mputing the amplitudes of the patterns 
according to the principles set forth by iThompsonl . he used ray-tracing software to produce 
wavefronts across the field for various misalignments. He then fit these wavefronts to the 
expected patterns. 

Of particular relevance for the presen t work, he analyzed an early version of the Large 



Synoptic Survey Telescope (ISeppala 



2002t henceforth LSST) in which the tertiary and pri- 



mary were independent (rather than fabricated from a single monolith, as with the ultimate 
design). He applied decenters and tilts to the secondary and tertiary (and to the corrector 
assembly) and decomposed the computed wavefronts into the third- and fifth-order aberra- 
tion patterns. Results of those calculations are given in Table HJ which show the effects of 
tilts in the secondary and tertiaryl^l Each entry gives the amplitude of the aberration at 
the edge of the field and at the edge of the pupil, in microns, for one degree of tilt. Up to 
factors of order unity the rms spot size will be proportional to these. 

The first impression one gets is that the third-order aberrations are factors of 30-300 
larger than the fifth-order aberrations. A consequence of this disparity is that, to the extent 
that the fifth-order and third-order aberration patterns are correlated, a small relative error 
in a measurement of a third-order aberration pattern will produce a large relative error in the 
corresponding fifth-order aberration pattern. This bodes ill for using fifth-order aberrations 
for telescope ali gnment. ITessierea ' calculations are themselves not entirely immune from 
such errors, but ITessiered had the luxury of measuring the wavefront with high precision at 



u Tessierea nomenclature is similar to Hopkins ', but each aberration is preceded by its field angle depen- 
dence. Thus what we would called third-order misalignment astigmatism he calls field-linear astigmatism. 
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a large number of points in the field. 



There are several patterns for which iTessieresl did not report amplitudes - fifth-order 
astigmat ism- cr and the p patterns for fifth-order coma and astigmatism for the secondary 
mirror. O ne suspects that the amplitudes for these were so small as to be in the noise, but 
Tessieresl is not explicit on this point. 



Tessieresl did fit several patterns that vary quadratically with tilt and decenter. We 



suspect that the coefficients for these would approach zero for successively smaller tilts 
and decenters. Assuming iterative alignment correction these will play no role once the 
misalignments are small, and we have not included them in our discussion. 



Tessieresl did not measure the misalignment patterns for either spherical aberration or 



curvature of field (defocus). These surely contributed to his figure of merit, and his alignment 
experiments might have converged more rapidly had he measured them. 



Finally ITessieresl did not measure distortion, which might in principle be used to align 
a telescope. 



4.6. Manuel's models for the HET corrector 



In another unpublished Ph.D. thesis, Anastacia Manuel (120091 ). working at the Univer- 
sity of Arizona, carried out a ray-tracing misalignment analysis of a four-element corrector 
for the Hobby-Ebberly telescope. 

The emphasis was on identifying the combinations of motions of the four elements 
that produced the largest aberrations using singular value decomposition. These modes 
sometimes involved more than one of the patterns considered here. Several of the larger 
modes were associated with despacing and manifested themselves in symmetric aberration 
patterns. 

But of the misalignment patterns, the three largest were the misalignments associated 
coma, curvature of field, and astigmatism, all of which are third-order. Next after that 
came linear combinations of second coma and second astigmatism misalignment patterns. 
These modes produced a figure of merit (which we take to be proportional to the wavefront 
error) a factor of 10 4 smaller than those for coma-I and a factor of 30 smaller than those for 
astigmatism-I. This would again suggest that measurements of fifth-order aberrations may 
not contribute much to aligning the system in question. 
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4.7. modeled aberrations for a Magellan-like telescope 

In order to explore the feasibility of using distortion or the fifth-order aberrations for 
telescope alignment, we used Zemax® to measure the third- and fifth-order aberrations of 
a Gregorian telescope adapted from the Magellan Baade and Clay telescopes. The model 
telescope consists of three optical elements and a detector: a 6.4784m diameter aperture stop 
which sits 0.32512m in front of the primary mirror, a primary mirror with radius of curvature 
of -16.2553m and conic constant -1.00001, and a secondary mirror 9.72205m in front of the 
primary with radius of curvature 2.86282m and conic constant -0.63286. The focal plane 
sits 4.28026m behind the primary mirror. We analyzed two telescope configurations: one 
with a 1mm decentered secondary mirror and one with a 1/4° tilted secondary mirror. The 
telescope specs appear in table [5j 

For each telescope configuration, the Zemax® analysis tool Fringe Zernike was used to 
compute the Zernike wavefront aberrations at the edge of the pupil for a total of 21 field points 
spanning the x and y axes of the field. For the points along each telescope axis, the Zernikes 
corresponding to the pupil variations given in tables[2]and[3]were then fit to the field patterns 
using a simple least squares algorithm. Measurement of the wavefront delay along two field 
axes was necessary to distinguish the effects of p and a fifth-order astigmatism and also p and 
a fifth-order coma. For the other aberrations the second field axis provided a redundancy 
with which to verify the results. All of those third-order patterns fitted redundantly are self- 
consistent to within 0.2%. The fifth-order patterns are self-consistent to within 2% with the 
exception of second coma for the tilted telescope and misalignment trefoil for the decentered 
telescope. The former is likely corrupted by higher order effects which will be discussed later, 
and the latter is consistent with zero. 

We also used the Zemax® analysis tool Grid Distortion to analyze third- and fifth- 
order distortion for both telescope configurations. As with fifth-order coma and fifth-order 
astigmatism, we fit the distortion and fifth-order distortion patterns along two separate field 
axes in order to distinguish between the effects of the p and a misalignment patterns. 

The fitted aberrations for third- and fifth-order and the corresponding analytically com- 
puted aberrations for third-order appear in table [61 The coefficients are given in microns 
of wavefront delay at the edge of the pupil for an image at the edge of a 1° field, with 
the exception of distortion and fifth-order distortion which are given in arcseconds of image 
displacement at the edge of the field. 

While the magnitude of misalignment aberrations are specific to telescope design, for 
the Magellan-type telescope modeled here, the fifth-order misalignment aberrations are never 
more than 4% of the magnitude of the third-order misalignment coma aberration (and more 
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Table 4. Amplitude of misalignment patterns at edge of the field for an early version of 

the LSST (in microns) for tilts of 1°. 



here 


Tessieres 


M2 


M3 


third-order coma 


constant coma 


178 


186 


third-order astigmatism 


linear astigmatism 


114 


36 


coma- 1 1 


constant fifth-order coma 


2.4 


4.3 


astigmatism-II 


linear oblique spherical 


0.58 


0.17 


trefoil 


quadratic elliptical coma 


0.41 


0.49 


fifth-order coma-ff 


quadratic coma#2 


0.90 


2.09 


fifth-order coma-p 


quadratic coma^l 


a 


3.5 


fifth-order astigmatism- p 


cubic astigmatism^l 


a 


1.72 



a no value given 



Table 5. Design specifications of the Magellan-like telescope. 



Surface 



Radius of 
Curvature (m) 



Diameter a (m) Conic Constant 



Distance (m) to 
Next Surface 



object plane 
aperture stop 
primary mirror 
secondary mirror 
image plane 



-16.2553 
2.86282 



6.4784 
6.4805 
1.6134 



-1.00001 
-0.63286 



infinity 
0.32512000 
-9.72205034 
14.00230590 



a Diamcter of the optic is larger than the diameter of the beam at the optic. 
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Table 6. Amplitudes of aberration patterns for a Magellan-like telescope. 



Aberration 


Symmetric 


Misalignment (p,a) 

Decentered 1mm 


Misalignment (p,cr) 

Tilted 1/4° 


Third-order 


spherical 


-0.005 






coma 


-29.161 


-15.600 


1 AO COT 

108.527 


astigmatism 


129.592 


-0.479 


01.84(5 


COF 


-591.745 


7.631 


-72.386 


distortion 81 


-7.908 


0.079 


-1.363 






0.098 


-0.619 




Fifth-order 




1 * 1 TT 

sphcncal-11 


0.000 






coma-II 


0.013 


0.587 


-4.087 


astigmatism-II 


1.005 


-0.014 


0.031 


fifth-order spherical 


-0.592 


0.039 


-0.248 


trefoil 


0.261 


-0.001 


0.263 


fifth-order coma 


3.641 


-0.037 


-0.375 






-0.055 


0.286 


fifth-order astigmatism 


-0.031 


0.001 


-0.143 






-0.003 


0.280 


fifth-order defocus 


0.102 


0.002 


-0.168 


fifth-order distortion 8. 


0.010 


0.000 


-0.003 






0.024 


0.027 




Analytic 


third-order 




spherical 


-0.005 






coma 


-29.180 


-15.625 


108.702 


astigmatism 


129.731 


-0.425 


51.485 


COF 


-591.864 


7.660 


-29.027 


distortion 3 - 


-7.787 


0.078 


-1.369 






0.112 


-0.875 



a Distortion and fifth-distortion are reported in arcseconds of displacement at the 
edge of a 1° field. All other values are reported in microns of wavefront delay at the 
edge of the pupil. 
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often than not, less than 1% of misalignment coma). While the misalignment distortion 
terms are also small, — 1'/363 and — (X'619 for p and a distortion respectively in the tilted 
telescope, they are significant compared to the reported RMS error of the SPSS astrometri c 



catalog, 0"045-0"075 and O'.'lOO for stars with magnitudes up to 20 and 22 f lPier et al.ll2003h . 
If the wavefront sensors on this hypothetical telescope sample the pupil well, second coma 
is the most easily measured fifth-order aberration with which to align the secondary If field 
sampling is preferable to pu pil sampling and either a catalog exists for the field or one is 



willing to dither on the field ( jSudoll 120 1 lh . distortion could be used for alignment. 



In general, there is good agreement between the magnitudes of the third-order aber- 
rations computed analytically using the formulae presented here and by Zemax®. By far 
the most significant discrepancy between the analytically computed aberrations and those 
measured by Zemax® is for misalignment curvature of field for the tilted mirror. This dis- 
crepancy could be due to an inadvertent focal plane tilt with the mirror tilt. Zemax®, 
however, reports that the focal plane is aligned with the primary mirror. 

Interestingly, seventh-order effects become important for the measurement of the spher- 
ical and fifth spherical, second coma, and second spherical aberrations. For each of these 
aberrations, the next order aberration intrinsic to the aligned telescope (seventh-order spheri- 
cal, seventh-order second coma, and seventh-order second spherical) is of a similar magnitude 
or greater than the symmetric fifth-order aberration. Fortunately for telescope alignment, 
the corresponding seventh-order misalignment aberrations are smaller than the fifth-order 
misalignment aberrations. 



5. Wavefront Sensors: How Many, Where and to What Order? 
5.1. General considerations 



In §2] and $4] we showed that telescope misalignments produce a finite and relatively 
small set of distinct aberration patterns, each of which is characterized by a two- vector. The 
degrees of freedom that produce these patterns are likewise finite and small in number. 

Suppose that we have an iV-mirror telescope with n wavefront sensors distributed 
throughout the field each capable of measuring m aberrations. We take the position and 
pointing of the telescope to be defined by one of the mirrors. There remain N — 1 tilts and 
N — 1 decenters, each of which is described by a two- vector, that can produce our misalign- 
ment aberration patterns. If the aberration patterns are linearly independent, one would 
need to measure and correct 2(iV — 1) misalignment patterns to keep the telescope aligned. 
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5.2. A naive approach to the 3-mirror telescope using trefoil 

For a 3-mirror telescope one would certainly measure the coma, astigmatism, and cur- 
vature of field patterns, since these produce the largest aberrations. The choice of a fourth 
pattern is much less obvious, but for the sake of the present exposition, we choose trefoil 
(despite its relatively small amplitude compared to several other fifth order aberrations). 

Coma, astigmatism and trefoil each have two independent components on the pupil: one 
that varies as cos0, cos 20 and cos 30 respectively and another that varies as sin0, sin 20 
and sin 30 respectively. Thus, if the Seidel patterns and effects of despace errors and mirror 
deformations are well-constrained, one wavefront sensor alone will suffice to measure the 
two-vectors for the misalignment aberration patterns associated with these. 

By contrast, defocus is radially symmetric on the pupil, and each wavefront sensor 
produces only one number. Two wavefront sensors suffice to measure the curvature of field 
pattern, provided that they are not diametrically opposed. 

The situation is complicated by despace (piston) errors which produce the symmetric 
aberration patterns characteristic of aligned but incompletely corrected telescopes. One 
would certainly want to measure and correct the first-order defocus that this produces, but 
this demands a third wavefront sensor to distinguish between simple (uniform) defocus and 
curvature of field. 

One possible arrangement of these three wavefront sensors would be to space the wave- 
front sensors around the periphery of the field, where the effects of the misalignments are 
largest. An alternative would be to have one wavefront sensor at the center of the field and 
two at the periphery, but not co-linear. 

As there are two degrees of freedom for despace errors, one must measure a second 
field-symmetric pattern in addition to defocus. The three candidate patterns are coma, 
astigmatism and spherical aberration. Only two wavefront sensors are needed to distinguish 
between the third-order misalignment coma and the symmetric coma pattern characteristic 
of a telescope with despace errors. The same holds true for astigmatism. The three wave- 
front sensors needed to distinguish uniform defocus and curvature of field therefore provide 
information about both despace errors. In addition, one would obtain three measurements 
of spherical aberration, which at third order is constant across the field. 

Our naive scheme has one major strength and one major weakness. The strength is that 
the aberrations are low order on the pupil. Wavefront sensors work by subdividing the pupil 
and making measurements on those elements. The more finely one subdivides the pupil, the 
more light is needed. Moreover, high-order aberrations are likely to be small, so there is 
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little danger of our low order aberrations being corrupted by covariances with higher order 
aberrations. Finally, for the case of wavefront sensors based on out-of-focus images, image 
overlap is less of a problem if one can work with images that are more nearly in focus, which 
this method allows. 

The substantial weakness in our scheme is the use of trefoil, which, as we have noted, 
would appear to produce a substantially smaller signal than some of the other fifth-order 
misalignment aberrations. 



5.3. alternatives to trefoil: second coma, astigmatism and spherical 

Tessieres' results, shown in Table 3, would suggest second coma as an alternative to 
trefoil. But as is evident if Figure 7, the point spread functions for second coma and ordinary 
(third order) coma are quite similar to each other. And the misalignment patterns, shown 
in Figures 2 and 8, are identical. So one would need to sample the pupil well in order to 
distinguish between the two. 

Coma and second coma vary, respectively, as p 3 cos and p 5 cos 0. We let 

C = r (9) 

be a measure of the correlation of the two wavefronts, where we have suppressed the az- 
imuthal dependence and assumed that the center of the pupil is obstructed out to some 
fraction of its total radius. Taking r\ = 0.5 and r Q = 1.0 gives C = 0.981, indicating 
a very strong correlation. By contrast C is identically zero for any two of defocus, coma, 
astigmatism and trefoil. 

As a consequence of this strong correlation, one needs very accurate wavefront sensing 
to keep the large third-order coma signal from corrupting the weaker second-coma signal. 

The problem is exacerbated by the large central obscurations associated with wide-field 
telescopes. One must obtain at least two radial samples in the range 0.5 < p < 1.0. For a 
Shack-Hartmann sensor, this would mean at least 8 lenslets across the diameter of the pupil. 
For out-of-focus wavefront sensing this would mean defocussing by at least 8 seeing disks. 

The same argument holds for discriminating between ordinary (third order) astigmatism 
and second astigmatism, but with a slightly smaller correlation, C = 0.978. And it holds 
again for discriminating between curvature of field and second spherical aberration, again 
with with C = 0.978. 
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5.4. alternatives to trefoil: fifth-order coma and astigmatism 

The PSFs produced by the a and p fifth-order misalignment coma are indistinguishable 
from those produced by third-order misalignment coma, but each of these produces sub- 
stantially different field patterns. One can therefore hope to distinguish among them using 
additional wavefront sensors. 

Since each of these patterns is characterized by a two-vector, and since each wavefront 
sensor gives only two numbers associated with the coma at that point, a bare minimum 
of three wavefront sensors are needed to distinguish among the three misalignment coma 
patterns. 

Of the two alternative arrangements described in our naive approach, the one with all 
three wavefront sensors on the periphery fails to discriminate between the fifth-order p-coma 
pattern and the third-order misalignment coma pattern. By contrast the arrangement with 
one at the center and two non-colinear on the periphery does successfully discriminate among 
all three patterns. 

One can still use only peripheral wavefront sensors as long as one was careful to include 
the contributions of misalignments to both the third-order coma pattern and fifth-order p- 
pattern. In solving for the misalignments, one might iterate, ignoring p-coma on the first 
iteration and then subtracting it off on subsequent iterations. But this would preclude 
counting p-coma as one of the 2(N — 1) needed patterns. 

The same arguments hold for the three misalignment astigmatism patterns as well. 
A strictly peripheral arrangement of wavefront cannot distinguish between the third-order 
misalignment astigmatism pattern and the fifth-order p pattern. 



5.5. alternatives to fifth-order: pointing and distortion 

One could alternately choose to neglect fifth-order aberrations and instead use pointing 
or distortion to maintain alignment in a three mirror telescope. 

Tilt (or pointing) is one of only two first-order aberrations. As its name implies, pointing 
uniformly shifts the location of every object in the field. It does not alter an image's point 
spread function and so it cannot be measured with a wavefront sensor unless the position of 
that wavefront s ensor in the imag e plane is accurately known. In a paper on the Advanced 



Solar Telescope, iManuel fc Burgd (120091 ) suggest that one might use pointing to constrain 
telescope alignment. This method would require accurate measurement of the position of 
the detector with respect to one of the mirrors. 
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In the same way that spherical aberration might equally well have been called "second 
defocus" - the two have same dependence upon pupil azimuth - distortion might equally 
well have been called "second tilt." For a field with a pre-existing astrometric catalog, mis- 
alignment distortion can be measured directly from the science data or using two wavefront 
sensors whose positions are accurately determined. In the absence of a pre-existing cata- 
log, one might also sol ye for t he mi salignment distortion patterns by comparing overlapping 
fields, as suggested by ISudoll ( 1201 ll ). The distortion terms would then constrain four degrees 
of freedom of telescope misalignments. 



5.6. An improved approach to the 3-mirror telescope 

Both wavefront sensor arrangements adopted for our naive approach to the 3-mirror 
telescope suffice to keep it aligned, but not for the same reasons. For the arrangement with 
three peripheral wavefront sensors, either the cr-coma and cx-astigmatism is likely to give a 
stronger alignment signal than the trefoil pattern. 

Alternatively, for the arrangement with one wavefront sensor at the center and two 
non-colinear sensors on the periphery, the p-coma and p-astigmatism can also be used. This 
would seem to give sufficient information to keep a 4-mirror telescope aligned, or a 3-mirror 
telescope with a corrector. 

It should be noted, however, that if one measures all three misalignment coma patterns, 
one must add a fourth wavefront sensor if one also wants to measure the symmetric coma 
pattern due to despace errors. The same holds true for astigmatism. 

Table [7] is a summary of misalignment and piston errors, and the number of wavefront 
sensors required to constrain them. The aberrations are divided into those measurable with 
very low order wavefront sensing, and those which require greater sampling of the pupil. 
Patterns that are degenerate in a single wavefront sensor and therefore require separate 
wavefront sensors to distinguish among them are grouped together. The P's and M's show 
the patterns one would measure with a minimal system of three wavefront sensors all at 
the same radius on the periphery: P denotes those patterns which can be used to constrain 
piston; M misalignments. Six independent misalignment patterns are measured, more than 
sufficient for a three mirror telescope and barely sufficient for a four mirror telescope. 



Table 7. Wavefront sensing summary. 



VERY LOW ORDER WAVEFRONT SENSING 



first-order symmetric defocus 


P 


third-order symmetric defocus (COF) 




third-order misalignment defocus (COF) 


M a 


third-order symmetric astigmatism 


P 


third order misalignment astigmatism 


M 


fifth-order misalignment astigmatism-cr 


M 


fifth-order misalignment astigmatism-p 


b 


third-order symmetric coma 


P 


third order misalignment coma 


M 


fifth-order misalignment coma-tr 


M 


fifth-order misalignment coma-p 


b 


fifth-order misalignment trefoil 


M 



HIGHER ORDER WAVEFRONT SENSING 



third-order symmetric spherical 
fifth-order misalignment second-astigmatism 
fifth-order misalignment second-coma 
fifth-order misalignment spherical 

a Third-order misalignment defocus alone requires two wavefront sensors to fully 
constrain, even in the absence of first- or third-order symmetric defocus. 

b If only three wavefront sensors are used, the four astigmatism patterns and 
the four coma patterns are degenerate. But if the misalignment can be determined 
from the remaining patterns, one of these can be computed from the alignment 
solution. For rho-coma this degeneracy is broken by placing a wavefront sensor 
at the center of the field. However, the astigmatism degeneracy cannot be broken 
this way. 
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6. Complications 

6.1. mirror deformation 

We have until now treated the mirrors of a telescope as rigid bodies. But under the 
influence of changing gravitational and thermal stresses, the mirror surfaces deform and 
influence the wavefront. Deformations of the mirrors can be expanded in terms of Zernike 
polynomials, but it is more efficient to expand them in terms of their elastic bending modes 



flNoethdll99ll : Martin et al.lll998l : ISchechter et all 120031 ) 



If the stop is coincident with one of the mirrors, then the deformations of that mirror 
have the same effect on the wavefront at every point in the field. But if not, deformations of 
a mirror will project onto different parts of the pupil at different points in the field. Applying 
the same mirror deformation pattern to different mirrors will produce aberrated wavefronts 
that are offset with respect to each other. One must therefore sample the wavefront at 
relatively high density to ascertain which element is deformed. 

Among the fifth-order aberrations, second-coma, second- astigmatism and fifth-order 
spherical likewise require good sampling of the pupil to distinguish their misalignment pat- 
terns from those of third order aberrations. The accuracy with which one might determine 
these fifth-order aberrations is diminished by the need to use the same information to deter- 
mine the mirror deformations. 

This would argue for using two kinds of wavefront sensors: low-order sensors, using only 
coma, astigmatism and defocus to correct the rigid body motions, and high-order sensors to 
correct for mirror deformations. These latter sensors might be run at lower cadence than 
the former, except perhaps immediately following a large change in telescope pointing. 

In such a scheme one might still measure fifth-order misalignment coma and fifth-order 
misalignment astigmatism with the low-order wavefront sensors, provided that there are 
a sufficient number of such sensors. If the telescope is then properly aligned the second- 
coma and second-astigmatism misalignment patterns will be zeroed out on the high-order 
wavefront sensors, giving a cleaner measurement of the mirror deformations in the high-order 
sensors. 



6.2. central obscuration 



Many wide field telescope designs have a large central obscuration. As mentioned in £j5j 
this would make it more difficult to distinguish between second coma and second astigmatism 
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on the one hand and ordinary coma and astigmatism on the other, which in third-order have 
the same field pattern. The smaller range of pupil radii would increase correlated errors. 



6.3. focal plane misalignments 

We have until this point avoided the question of how one knows the position of one's 
wavefront sensors or one's field with respect to one or another of a telescope's mirrors. As 
noted in the discussion of pointing in the previous subsection, the position and tilt of the 
focal plane or wavefront sensors might be determined mechanically or interferometrically. 
But if not, and if one wishes to correct for focal plane misalignments, one must measure two 
additional aberration patterns, one for the tilt of the focal plane, and one for the decenter. 

A tilted detector produces a field pattern identical to misalignment curvature of field. 
However, if that pattern is used to correct the detector tilt, it cannot also be used to keep 
the mirrors aligned. 

A decentered focal plane creates no aberrations of its own, but as is discussed in § §2.7[ 
it can cause Seidel or fifth-order aligned aberrations to masquerade as misalignment aber- 
rations. Measuring telescope aberrations relative to an incorrect field center will produce 
spurious misalignment aberrations even if the telescope is otherwise aligned. 

One can choose to fit for this focal plane decenter by measuring an additional field 
pattern. If it is not feasible to measure an additional field pattern and one assumes that 
the center of the detector is the center of pointing, he can still completely null the mea- 
sured misalignment coma, astigmatism and curvature of field by tilting and decentering one 
of the mirrors and tilting the focal plane. Compensating for the detector decenter with 
mirror misalignments can put the telescope into a state of 'benign misalignment', where 
only the smaller aberrations patterns: misalignment distortion, the fifth-order misalignment 
aberrations, and the aberrations which vary as the square of misalignments are present. 



6.4. transmitting correctors 



In his treatment of the LSST, iTessiered (120031 ) studies the effects of tilts and decenters 
on a focal plane assembly consisting of a multi-element corrector and the focal plane array. 
Two additional patterns are needed to keep this assembly aligned. Interestingly, the fifth- 
order aberration patterns produced by these tilts and decenters are larger, compared to the 
third-order aberration patterns, than for the secondary and tertiary mirrors. 
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7. Using and not using misalignment aberration patterns 

At least three of the generic misalignment aberration patterns described in the previous 
sections are currently used to align wide-field telescopes, and there may soon be reason to 
use more of them. Ignoring for the present, the question of whether or not to use distortion"^! 
we imagine here an iV-mirror telescope with n wavefront sensors distributed throughout the 
field each capable of measuring m aberrations. One must determine N — 1 tilts and N — 1 
decenters, each of which is described by a two-vector. 



7.1. independent analysis of the wavefront sensors 

The most straightforward and transparent approach is to analyze each wavefront sensor 
separately, determining the coefficients of the aberrations at each of m points in the field. 
One then fits the these coefficients to a linear combinations of the misalignment aberration 
patterns described in the previous section and finally fits the amplitudes of the misalignment 
patterns (assuming one has measured more patterns than one actually needs) o 

A complication of this approach is that at each step the quantities for which one is 
fitting may be correlated with each other. Aberration coefficients will be correlated, pattern 
amplitudes will be correlated and tilts and decenters will be correlated. Under such circum- 
stances one must be careful to fit for all correlated quantities; otherwise one runs the risk of 
introducing systematic errors in the quantities for which one does fit. 



7.2. simultaneous fit of all wavefront sensors for pattern amplitudes 

Instead of measuring the aberrations at each point in the field, one might fit the data for 
all n wavefront sensors simultaneously to determine the amplitudes of the misalignment aber- 
ration patterns. This has the advantage of eliminating the problem of correlated aberrations 
at each point, but unmodelled aberrations may then lead to systematic errors. 



11 We take the view what can be measured can hurt you. 

12 It would not be surprising if two or more patterns were produced by the same, or nearly the same 
combination of tilts and decenters. 
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7.3. simultaneous fit of all wavefront sensors for tilts and decenters 

One might also fit directly for the tilts and decenters, short-circuiting the misalign- 
ment aberration patterns except for using them to turn tilts and decenters into predicted 
wavefronts that are then compared with observed wavefronts. This reduces the number of pa- 
rameters for which one fits and implicitly accounts for the correlations of aberration pattern 
amplitudes. Rather than fitting for poorly determined amplitudes of fifth-order aberration 
patterns, all of the fifth-order dependence is attributed to a smaller number of tilts and 
decenters, which are strongly constrained by the third-order aberration patterns. 

7.4. forget about misalignment patterns 

Finally one might dispense entirely with the decomposition of the wavefront into specific 
aberrations and instead use ray tracing to determine how it varies at each measured point. 
While this obviates the need for misalignment patterns, it sacrifices all understanding of why 
one might need n wavefront sensors with enough resolution to measure m aberrations. 

8. Summary 

We have derived and illustrated the generic third-order aberration patterns that arise 
when the axial symmetry of a telescope is broken by small misalignments of optical elements. 
There are five patterns: one each for coma, astigmatism and curvature of field and two 
for distortion. Each of these misalignment patterns is characterized by an associated two- 
dimensional vector. These two- vectors are in turn linear combinations of the tilt and decenter 
vectors of the individual optical elements. 

For an N- mirror telescope, 2(N — 1) patterns must be measured to keep the telescope 
aligned. For N = 3, as in a three mirror anastigmat, there is a two-dimensional "subspace of 
benign misalignment" over which the misalignment patterns for third-order coma, astigma- 
tism and curvature of field are identically zero. If pre-existing astrometry is available, one 
or both of the distortion patterns may be used to keep the telescope aligned. Alternatively, 
one might measure one of the fifth-order misalignment patterns. 

We have illustrated the generic fifth-order misalignment patterns that arise from small 
misalignments. These are relatively insensitive to misalignments and may be of little use in 
telescope alignment. One would appear to be driven back to using distortion, or alternatively, 
pointing. 
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A. Coma 



Schroederl (119871 ). calculates the the coma pattern cause by tilting and decentering the 



secondary of a two mirror telescope by amounts a and 



G 
B 2 

B 2 (cen) 



B 2 p 3 sin (j) 
B 2 (cen) + 



R\ 



e_ 



we 
R\ 



m 2 + 1 
m 2 - 1 



Kn — 



m 2 + l 



m 2 — 1 
I 1 
W ~ ~R 2 



+ 



— a 



K, 



(Al) 



m 2 + l 
m 2 — l 



where p and are the radial and angular coordinates on the pupil and 6 is the radial 
coordinate of the image in the field. The quantities Ri, K,i and m ; are all mirror properties: 
the radius of curvature, conic constant, and magnification of a mirror, where the subscript 
denotes which mirror is being addressed. The index of refraction has been set equal to 1 
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for the primary mirror and -1 for the secondary mirror. Finally, W is the distance from the 
primary mirror to the secondary. 

B 2 (cen) is the coma of an aligned two mirror telescope. For the sake of simplicity the 
tilt and decenter of the secondary from the primary, and the object displacement from the 
optical axis have been taken lie along the y axis in Schroeder's analysis. 



Schroederl 's equations can be generalized for an object displaced from the optical axis 



in an arbitrary direction. The chief ray for the object is given by a with radial and angular 
components a and 9. The equations can be further generalized to allow decentering and 
tilting of the secondary mirror in arbitrary directions £ and a with radial components I and 
a and angular components <f)£ and 4> a . The equations become: 



G = B 2x p 3 cos 4> + B 2y p 3 sin . 



(A2) 



where the field dependences are given by 
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Consolidating the above equations yields 
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+ CVP 3 cos(0 - 0,) + G^ap 6 cos(0 - Q ) (A4) 
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which is the form for the coma aberration given in £J2] 



B. Astigmatism 



McLeodl (119961 ) follows the notation of lSchroederl and calculates the astigmatism pattern 
for a two mirror telescope for which the secondary mirror has been aligned (decentered) to 
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null the field constant coma pattern. McLeod gives the form of the remaining astigmatism 
patterns as 



W = Z 4 p 2 cos! 



B ( 



Bo 
B x 
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+ Z 5 p sin 20 
Bi{9 x a x - 9 y a y ) + B 2 (a% 
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(Bl) 



where p and <fi are the (normalized) radial and angular coordinates on the pupil and 9 X and 
6 y are the cartesian coordinates of the image in the field. The quantities Ri, K{ and rrii are 
again all mirror properties: the radius of curvature, conic constant, and magnification of a 
mirror, where the subscript denotes which mirror is being addressed, the primary p, or the 
secondary s. W is the distance from the primary mirror to the secondary, and a x and a y are 
the tilts of the secondary mirror with respect to the primary mirror. The indices of refraction 
preceding the primary and secondary mirrors have been set to 1 and -1 respectively. 



McLeodl additionally uses two constants that are not present in ISchroederr s analysis of 



the coma pattern: r,, which is the marginal r ay height at the optic, and d n , which denotes the 
position of the coma free point. As lMcLeodl nulled the misalignme nt coma p rior to analyzing 
the astigmatism, the decenter of the system £ is given by £ = d n a. iMcLeodl chose to express 
the astigmatism only in terms of the tilt of the secondary mirror, though he could have 
equivalently expressed the astigmatism only in terms of the decenter or as a combination 
of the two terms. For greater transparency of the field patterns caused by both decenters 
and tilts, we here decouple the decenter and tilt terms in iMcLeodr s equations, removing the 
variable d n . We also de- normalize the pupil coordinates and remove the terms which vary 
as the square of the misalignment. 
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W = Z A p 2 cos 20 + Z 5 p 2 sin 20 (B2) 
Zi = B Q (9 2 — Qy) + Bi decenter (9 x £ x — 0y£ y ) + Bi t u t (9 x a x — y a y ) 
Z<a = 2B (9 x 9 y ) + Bi decenter (9 x £ y + 9 y £ x ) + Bum(9 x a y + ^a^) 



Bo = Ay v - 


- A s r 2 




Bldecenter 


2A S + WA{ 


Bum — 


A{ 






W 2 


' K 




1 


~ 2R 


l¥ 


+ {w- 


" R 


W ' 


1 


K + l 




~ B 2 


W ' 


R 





By converting the field variables to polar coordinates a and CT and similarly converting 
the misalignment variables to polar form £, <f>i, a, <p a , the expression for the wavefront delay 
yields the form given in §21 

G asu 9 = a^y P 2 cos 2(0 - 9) + G a d fZ ter a£p 2 cos(20 -9-<p £ ) + G^aap 2 cos(20 -6 -</>*) 

(B3) 

where B , B ldece nter and B uut are equal to G a s s ^ el , G a d s ^ nter and G a ^ 9 . 



C. Curvature of Field 

The m i salign ment patterns for curvature of field are less well-explored in the literature. 



Thompson! ( 120051 ) presents forms for the patterns, and we re-derive them here from the 



despaces and misalignments of a single mirror from the pupil. 

As stated in §2.6[ the contribution of a single mirror to the wavefront delay of the ray 
which strikes the mirror at position w and makes an angle ip with the axis of the mirror is 
given by: 



13 The form of the astigmatism field pattern holds even for telescopes which have not been aligned to null 
the misalignment coma pattern. The expanded coefficients for the wavefront delay of a randomly misaligned 
telescope can be found in Table [2] 
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G » = ww |.| )( |.| ) + lVl3lW :.| )( |.|) ( ci) 

it it it it it it it 

+ w 311 (^-^)(^-^) 



where W040 is the spherical aberration coefficient, Wx&\ is the coma coefficient, W222 is the 
astigmatism coefficient, W220 is the curvature of field coefficient, and W311 is the distortion 
coefficient. These aberration coefficients depend only on the curvature of the mirror, R, the 
conic constant of the mirror, K, the magnification of the mirror, m, the index of refraction 
of the air preceding the mirror, n and the position of the object for the mirror, s. 

The transformations from pupil coordinates p and a to mirror coordinates for a mirror 
despaced by an amount W and decentered and tilted by I and a are 



W I 

$ = (l-—)a -(« + -) (C2) 
s s 

&=(p-W4>)-L (C3) 

Expanding the wavefront delay caused by a single mirror in terms of the pupil coordi- 
nates and keeping only those terms which vary as p 2 on the pupi0 and vary linearly with 
the misalignments or less, we find an expression for the curvature of field wavefront delay 
added by a single offset mirror. 
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1 The astigmatic component of the wavefront additionally has terms which vary as p 2 on the pupil. We 
exclude these astigmatic terms in the analysis of COF 
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For a two mirror telescope, the primary and the secondary both contribute to the 
wavefront delay. As the primary is neither despaced nor misaligned from the pupil, the 
form of its contribution to the wavefront delay is simplified; notably, the primary mirror 
only contributes to the Seidel aberration. The secondary mirror is despaced and possibly 
misaligned from its pupil and therefore contributes to the decenter and tilt terms as well as 
the Seidel pattern. Combining the effects of the primary and secondary mirror yields: 
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which is the form for the COF wavefront delay that appears in 



D. Distortion 

The distortion field patterns can additionally be derived from the wavefront delay caused 
by a single optic. Again expanding equation fIClj) in terms of pupil coordinates, but now 
retaining only those terms which vary as p on the pupil and vary linearly with the misalign- 
ments or less yields the expression for the distortion contribution of a single mirror which is 
despaced by W, decentered by £ and tilted by 610 



15 As noted in we have omitted the W311 coefficient as it is equal to zero. 
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For a two mirror telescope, only the secondary contributes to the distortion wavefront 
delay, as the primary is by construct not despaced from its entrance pupil. Grouping the 
coefficients in the above equation into terms of field dependences yields the form for distortion 
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The coefficients are given by: 
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where all mirror properties and object distances refer to the secondary mirror, and the chief 
ray angle is the chief ray angle on the primary mirror. 



